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TIME DELAY RELAYS 




Model FR 



The Zenith motor driven time delay relays 
are available in adjustable time ranges 
from 13 V 2 seconds to 550 seconds. De¬ 
signed to operate circuit at end of preset 
time. This is adjustable by means of a 


calibrated dial. Timers operate from main¬ 
tained pilot contact. Upon opening of the 
maintained pilot contact, timer resets to 
original position. 


The Zenith FR time delay relay is a compact, precise, yet inexpensive tim¬ 
ing unit ideal for use in control panels. The time setting is easily adjusted 
model by moving the indicator arm around the notched dial. No tools are required 
for time setting. The dial has 60 divisions and is numbered every tenth divi¬ 
sion for ease of setting. Elapsed time can be viewed during operation of 
timer. 

Model 

No. 

Timing 

Ranges 

Contacts 

Electrical 

Ratings 

Pilot 

Control 

Dimensions (in.) open type 

Weight 

(lbs.) 

H 

w 

D 

FR 

15 sec., 30 
sec., 60 sec. 
2m, 5m, 10m 

SPOT 

15A, 250V 
non-inductive 

maintained 

3 % 

21/4 

23/4 

1 

AZC 

15 sec., 30 
sec., 60 sec. 
2m 

SPDT 

10A, 250V 
non-inductive 

maintained 

4V 2 

3 

2 3 /4 

1V4 

MZP, MZY 

5m, 10m 

SPNO (MZP) 
SPNC (MZY) 

8A, 250V 

maintained 

5>/2 

3 

2 3 /4 

iy 2 

ZM 

15 min., 30 
min., 60 min. 
2H, 5H, 10H 

SPDT 

10A, 250V 

maintained 

7 

4 

2 

2 


INTERVAL TIMERS • manually set 



ModeT 400 


The Zenith Interval Timer is designed to 
open or close a circuit for a manually 
selected time interval. The setting pointer 
is directly connected to the switch oper¬ 
ating cam. The unit does not set through 
a clutch, thus assuring positive switch 
action. Calibrated dial settings in ranges 


Model 

Timing 


Electrical 

Pilot 

Dimensions (in.) open type 

Weight 

No. 

Ranges 

Contacts 

Ratings 

Control 

H 

W 

D 

(lbs.) 

400 

Minutes: 

1, 6, 15, 30 

Uni 1 tq" 

SPDT 

10A, 250V 

manual 

4y 2 

2% 

2 

iy 4 


— ~n uiu o>— 

1, 2, 5, 6, 10 
20, 24, 60 
72, 120 









from 1 minute to 120 hours. Available 
open type for panel mounting or enclosed 
type for external mounting. Also avail¬ 
able with indicating and control acces¬ 
sories such as ON-OFF toggle switch, 
pilot light and signal buzzer. 


INTERVAL TIMERS • automatic reset 



Model MZC, MZO 
ZC, ZO 


The Zenith automatic Reset Interval Timer 
is designed to control a circuit during a 
preset time when energized by a push 
button or other remote momentary con¬ 
tact. At the end of the preset time, circuit 


opens and timer automatically resets to 
original starting point. Calibrated dial 
settings in ranges form 13V2 seconds to 
24 hours. Unit always resets to original 
time setting for precise repeat accuracy. 


Model 

No. 

Timing 

Ranges 

Contacts 

Electrical 

Ratings 

Pilot 

Control 

Dimensions (in.) open type 

Weight 

(lbs.) 

H 

w 

D 

MZC, MZO 

15 sec., 30 
sec., 60 sec. 

2 min., 

5 min., 

10 min. 

SPNO (MZC) 
SPNC (MZO) 

8A, 250V 

momentary 

5y 2 

3 

23/4 

iy 2 

ZC, ZO 

' 1 

15 min., 30 
min., 60 min. 

1 2H, 5H, 10H 

SPNO (ZC) 
SPNC (ZO) 

10A, 250V 

momentary 

7 

4 

2 

2 














































































AUTOMATIC 

CONTROL EQUIPMENT 




Model B-l 




The Zenith cycle timers are designed to They are available to control one to an 

continuously open and close an electri- unlimited number of circuits. Any timing 

cal circuit according to a preset schedule. cycle is available. 


Model 

Electrical 

No. of 

Dimensions open type (inches) 

Weight 

No. 

Rating 

Circuits 

H 

w 

D 

(lbs.) 

B-l 

15A, 250V 
non-inductive 

1 

3% 

2% 

23/ 4 

1 

WM 

15A, 250V 

2-4 

3 '/« 

5y 2 

2% 

2 


non-inductive 

5-7 

3'/l6 

7% 

2% 

3 

WB 

15A, 250V 

2-100 

ON APPLICATION 



non-inductive 

or more 






The model CP percentage timer is a of total time cycle. Design concepts fea- 

single circuit repeat cycle timer that is tured in this new model provide extreme 

dial adjusted for ON time by percentage accuracy and reliability. 


Model 

No. 

Electrical 

Rating 

Time 

Ranges 

Dimensions (inches) 

Weight 

(lbs.) 

Plate 

Body 

H 

w 

OD 

D 

CP 

15A, 250V 

Seconds 

4, 15, 30, 60 
Minutes 

5, 15, 30, 60 

Hours 

2, 6, 12, 24 

33/ s 

33/ 8 

2 % 

2 % 

1 


RUNNING TIME METERS 




Model ETC 


The Zenith Model ETC running time meter 
records the operating time of any ma¬ 
chine or eguipment powered by alternat¬ 
ing current. The meter is engineered to 
withstand hard usage, normal vibration 
and shock, and is ruggedly built of the 
best materials and assembled by skilled 
precision instrument makers. The motor 
is specially designed for this particular 


instrument and all pivots in the mechan¬ 
ism are designed to prevent breakage 
and to assure long life. The mechanism 
is totally enclosed and is sealed against 
the entrance of dust and moisture. The 
unit is not resettable. Records up to 
99999.9 hours with minimum reading of 
1/10 hour. Dimensions; Bezel diameter, 
2.69"; case diam, # 2.10"; overall depth, 2.94". 


RELAY CONTROLS 



The Zenith multipole relay can be fur¬ 
nished in any number of designated cir¬ 
cuits. They are available for either elec¬ 
trically held (Model EM) or mechanically 
latched (Model MM) operation. Switches 
are of the SPDT snap action type actuated 


by a common operating shaft. Units avail¬ 
able from 2 to 84 circuits, each rated 20 
amp. 480 volt non-inductive. Control of 
many lighting circuits or switching of a 
bank of solenoid valves are among the 
many applications of the unit. 


/ 


ZENITH ELECTRIC COMPANY 











































OTHER PRODUCTS 

• Automatic transfer switches 

• Magnetic contactors 

• Mechanically held contactors 


Laundry machinery controls 

Ground detectors for Hospital operating rooms 

Irrigation timers 


Write Zenith for details 


MINNESOTA, St. Paul 

Northwest Equipment -Supply Co. 
P. O. Box 4045 
1889 Rome Avenue 
Phone (612) 698-8821 


NORTH CAROLINA, Greensboro 
E. 7. Green & Assoc. 

P. O. Box 5034 
3703 Kirby Drive 
Phone (919) 299-8820 


ILLINOIS, Rockford 

Clagett Engineering Sales- Co, 
420 Ellis Ave. 

Phone (815) WO 5-4555 

INDIANA, Indianapolis 

Essco of Indiana 
5119 Moonlight Drive 
Phone (317) 546-4231 

LOUISIANA, New Orleans 

Al Levin & Assoc., Inc. 

P. O. Box 52075 
1209 S. Front Street 
Phone (504) 524-8489 

MARYLAND, Baltimore 

Eastern Sales Co. 

5301 W East Drive 
P. O. Box 7407 
Phone (301) Cl 2-4700 

MASSACHUSETTS, Hyde Park 
E. P. McEleney Co. 

1205 A. River Street 
P. O. Box 1 24 
Phone (617) EM 1-0039 

MICHIGAN, Detroit 

A. J„ Riopelle Co. 

22434 Kendall Avenue 


TEXAS, Dallas 
Ed. R. Boruch 

2415 Converse 
Phone (214) ME 1-0276 


ARIZONA, Phoenix 

W. C. Osborn 

P. O. Box 6734 

Phone (602) Wl 3-1815 

CALIFORNIA, Los Angeles 
Angle Sales Co. 

P. O. Box 58027 
Phone (213) LU 2-6263 

CALIFORNIA, San Francisco 
Mundstock-Saletta Assoc. 

417 Market Street 
Phone (415) YU 1-0500 

COLORADO, Denver 

Rocky Mountain Sales Co. 

16 Wazee Market 
Phone (303) AL 5-3921 

FLORIDA, Miami 

Bryan P. Fisher 

Box 47795—3196 N.W. 100th St. 
Phone (305) MU 8-3839 

GEORGIA, Atlanta 
Kennon-Johnson Co. 

7 Camden Road N.E. 

Phone (404) TR 4-5566 

ILLINOIS, Oak Park 

Wa sson-Ga l l ag her 

1024 North Blvd.-Suite 104 

Phan- 


TEXAS, Houston 
Robert R. Barr 
5417 Fayette 
Phone (713) SU 2-6379 


MISSOURI, Kansas City 
Chas. V. Dunn & Assoc. 

715 W. 23rd Street—Trfwy 
Phone (816) BA 1-1106 


OHIO, Cleveland 

Richard F. Reske & Associates 

451 The Arcade 

Phone (216) MA 1-3166 


TEXAS, El Paso 
Paul J. Connington 
P. O. Box 3391 
2137 Mills Avenue 
Phone (915) SK 1-1431 


MISSOURI, St. Louis 

Chas. Dellert Co. 

4030 Chouteau Avenue 
Room 711 

Phone (314) JE 3-7100 

NEBRASKA, Omaha 

Electric Equipment Sales Co. 
1609 S. 23rd Street 
P. O. Box 693 West Dodge Sta, 
Phone (402) 345-4335 


OKLAHOMA, Oklahoma City 

Ray Sullens 

1941 N. W. 17th Street 
Phone (405) JA 8-2979 


WISCONSIN, Milwaukee 

Electric Power Company 
7930 North Lake Drive 
Phone (414) FL 2-9590 


OKLAHOMA, Tulsa 

Elmer Luebbert 
1203 East 31 st Street 
Phone (918) Rl 2-8684 


CANADA 

Henderson-Oliver Sales Co. 
25 Chauncey Street 
Toronto, Ontario 
Phone (416) BE 1-3761 

Frank H. Hediey Ltd. 

1533 W. Pender Street 
Vancouver. 


PENNSYLVANIA, Pittsburgh 
Robinson-Kopp Co. 

1 039 Brookline Blvd. 
Phone (412) TE 5-4702 


NEW YORK, Mount Vernon 
Fred G. Kraut & Son 
140 Mt, Vernon Avenue 
Phone (914) MO 4-7791 

NEW YORK, Schenectady 

Tom Moulton 
P. O. Box 982 


TENNESSEE, Nashville 

Industrial Electric Co 

123 S. Hth Street 


24 Hour 


5 Minutes 


2-60 sec. 


Model 

No. 


P5-24C 


24 Hour 


5 Minutes 


2-60 sec. 


Contact 

Arrangement 


Dial 


Minimum 

Interval 

Between 

Settings 


Circuit 

Closing 

Range 


Dimensions (inches) 
H. W. D. 


Weight 

(lbs.) 


2496 


20A, 480V 


SPDT 


24 Hour 


15 Minutes 


15 Min. 
to 24 Hrs. 


Model 

No. 


Electrical 

Rating 


Contact 

Arrangement 


Dial 


Minimum 

Interval 

Between 

Settings 


Circuit 

Closing 

Range 


Dimensions (inches) 


Weight 

(lbs.) 


PROGRAM CLOCKS 


The Zenith program clocks are electrical controls designed to operate 
precise short duration signals on a predetermined schedule over a set 
reference period of 24 hours. They are used to ring bells in schools and 
factories and for split second timing control of industrial operations. 


Model 5000 


4 

AUTOMATIC 

CONTROL EQUIPMENT 


Model P5-24C, PD5-24C 


TIME SWITCHES 


Model 

2496 


The Zenith time switches are electrical timing controls designed to op¬ 
erate definite ON-OFF periods on a predetermined schedule over a set 
reference period of 24 hours or seven days. 


Model 9708 


5000 


40A, 250V 


SPST 

DPST 

SPDT 


24 Hour 


2% Hours 


9708 


40A, 250V 


DPDT 


7 day 


3 Hours 


10 % 






















































g . . .for your interest in Zenith products. The literature you have requested is 
enclosed. We trust this literature will help you in making your selection. 

Should you require additional information on this or any other products in the 
Zenith line please fill out the attached postage free card. 

Please do not hesitate to ask for specific data or to request similar information 
for other personnel in your organization. 


ZENITH ELECTRIC COMPANY 
152 W. Walton Street 
Chicago, Illinois (60610) 
Phone A.C. 312 Ml 2-3322 


PLEASE FILL OUT THIS CARD AND RETURN IF ADDITIONAL INFORMATION 
IS REQUIRED. 

* Was the information furnished adequate? DYES DNO 

* If not, what additional information do you require? 


* The information requested is for DReference Only □ Spec if ic Application 

* If for specific application, please describe 




r5o, 1 . r. 1 


s 


□ PLEASE HAVE ZENITH 
REPRESENTATIVE CONTACT 
ME 


signature 

(Please make address 
corrections, if necessary) 
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